153   THE   SHAKESPEARE   MEMORIAL   THEATRE,   Stratford-on-Avon,    Warwickshire.
Elizabeth Scott, Chesterton and Shepheard, architects.

1932.

Sussex.   1935.    Mendelsohn; and  Cherma<
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